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(This notice is NOT to be filed in Agency 
manuals. Please destroy after reading. ) 


ORGANIZATION 
31 March 1980 


REORGANIZATION OF THE COLLECTION TASKING STAFF 


Effective immediately the following changes have taken place 
within the organizational structure of the Office of the Deputy to the 
DCI for Collection Tasking. 


1. The office formerly titled National Intelligence Tasking Office 
has been redesignated National Collection Planning Office (NCPO). Al) 
mission and function responsibilities previously assigned to this office 
remain in effect. 


2. The Collection Policy Group (CPG) has been established as an 
executive staff within the Office of the Deputy to the DCI for Collectior 
Tasking. 


3. The Tasking Architecture Office (TAO) has been disestablished. 
TAO multidisciplinary analysis functions and the responsibility for 
DCID 1/2 maintenance are transferred to the NCPO. The policy functions 
are transferred to the CPG. 


STANSFIELD 
Director 
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